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*** ■ m 1 1 

tern of 7 
13 April 19» 


Bear SiAt 

Closed is mw 3 of 2FD-2U3-59 which is the GFF Audit 
Report for ®L« 

In (wte> to dose out Contracts HT—t/TQl and {?«4249 it is 
(mggoo fdl that GovH property at CFt to transferred to and accounted 
far tm&er Contract HT-CT-693 or 1&-1461. Xf you oojscmt in this 
ySLcmcirfation j lease Mm When this mm pstic® has kM spiled 
with, 

fh» Contractor has not billed tee nil tieae under Contract So, 
HF-2249 and 8F-6701 therefore m do not hav* ccsiplete receiving 
on file at Saidqpurtora* 

1111*0 letter of 30 October 1958* File So. 3510, lilies that 
d eliv ery i» complete on both con tract* except for material covered 
on SWJs Shipping Order 30961 a*aiaet ST-3249 and SO 16314 
HT-STCl. XlaMNi advise If material wfl» these two Shipping Orders 
Kac &gu Iwosi received, If set, plMM advise What material is still 
undelivered. 


25X1 D 


S M oar letter dated 12 March 1958, 25262 , regarding Its© 3 
sub itea 0 which Bill indicates is still open. In ease you didn’t 
get all the correspordence on this Bill, sot ltma C and B were changed 
to read as follows* 


Item 3*e, 


Item 3*d. 


2 «a collapsible test stand, AHS & Stabiliser, 
p/m 6495-1, unit price 4569.65, total 11,139.30 


2 ea. 


adapter pm 6497-1 
-^tprloe 4131.93, total 5263.86. 


f his was newer reflected in 'Use contract doe to the snail increase 
of 437.96, We will reflect the change when we issue the next 

Sincerely, 

•-#3 

... 

%T* 

Dsm 


25X1 A 


Djstrltuti nr) i 


25X1 A 
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Sec (See HF-6701 for cy of Audit Report) 
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